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the piston is in its lowermost position, the oil rising above the valve. Admitting air into the cylinder, and opening the valve, permits the oil to escape into the reservoir, following which the piston rises. As the piston descends by the load,
Fig. 191.
the oil returns into the rod. The rate of movement is regulated by the amount of opening given to the valve, which is under the control of the operator.
Fig. 191 illustrates a pneumatic crane by the Pedrick &